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2nd Memo. Ind. 



GAG: d 



Hq. ,Sig.C. Labs. ,!Ft. Monmouth, IT. J. May 3, 1932. To: Chief Signal Officer, 

War Dep^., Washington, D.C. THHU QIC, Signal Corps Laboratories. 



1. The remarks of the basic letter are concurred in. 




Incls. no change 
(4-28-32) 



3rd Memo. Ind. 



WRB: d 



Hq. ,Sig.C. Labs., Pt. Monmouth, N.J. May 3, 1932. To: Chief Signal Officer, 

War Dept., Washington, D.C. , 




I. B. 

Major, Signal Corps 
Officer in Charge 
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IN REPLY 
REFER TO 




WAR DEPARTMENT 
OFFICE OF THE CHl£?SIGNAL OFFICER 
WASHINGTON 



April 28, 1932. 



MEMORANDUM FORi Mr* Graham THROUGH Research and Development 

Division. 



1. In forwarding the enclosed, the following comments 

are madei 

a# The numeral M 1 H will be added to the drawing. ^ 

y- b. It is believed that the validity 1 of the con- 
flicts with Howland can be combatted, as ^ ' 
regards Claims 1-3, and 33. 

c_. Claim 18 appears met by Wheeler, as cited, 
and can be withdrawn. 

_d« Claim 24 may be withdrawn as unimportant. 



2 . 



£. Claims 40 to 50 may be withdrawn on grounds t 
cited. S****** &%rvr~****> 

Your comments on the foregoing are desired. 









**C u 



William F> Friedmai 




Enc. 

Specifications 

1st Memo . Ind . eve/ gab 

Research & Development Division, OCSigO. Washington. April 29, 1932. 

To: Mr. George A. Graham, Signal Corps Laboratories, Fort Monmouth, N. J. 

1. It is requested that your comments relative to this matter be 
returned through this office. 

By order of the Acting Chief Signal Officer: 




Incl. no change. 



